HEATHKIT MODEL A-7B and A-7C 
AUDIO AMPLIFIERS 


SPECIFIC ATIONS 
Frequency RESPONSE. 04k eee eens +1.5 db 20 to 20,000 cps 
POWEY QUID ccawee dees ce ge nee ee ene ne eee nese aes 6 watts 
Tube Complement. .......-.0 2.6 cee cece eee eens 1 - 1255 First Amplifier 


1 - 12SL7 Second Amplifier and 
Phase Splitter 

2. 12A6 Beam Power Output 

1 - 5Y3 Rectifier 

1 - 12SH7 or 12SJ37 Preamplifier 


(A-7C only) 
Output Impedance. .. 0.0.0... cee ee eee ees 4, 8, or 15 ohms 
THDUE VOIR Eso « 0 goa 8 ei poe ae santdtc ace es aaronestcononnnasete 110-125 volts AC 50/60 cycles 
Physical Specifications. .......... 000.00 ce ee ee eens 11 1/2" wide, 5 1/4" high, 6 1/2" deep 


Shipping Weight. .........0. 0.500 c ee ee eee ee eee eee 10 lbs. 
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A-7B SCHEMATIC DIAGRAM 
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A-7C SCHEMATIC DIAGRAM 
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